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MEMORANDUM FOR: AFC 10-5 

Headquarters USAF 
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ATTENTION 

SUBJECT 


Lt. Co lone i Honeywell 
Cancellation of 


Teat Series 


25X1 


i. The currently pr ogrammed 
has been cancelled due to 


. equipment 

Future tests of this na ture will depend upon the aval la- 


test series 
malfunction. 


bil ltv of the 
the 


equipment 


and the in- commission status of 


2. Request airlift consisting of one C-118 and one 
0-124 be in place at McCoy Air Force Base* Florida* not 
later than 31 January 1963, for the purpose of transport- 
ing personnel and equipment back to Edwards Air Force 
Base, California. 
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FOR THE DEPUTY DIRECTOR (RESEARCH) 


BY: 


(Signed) 


”3 Ja^c. 

Colonel USAF 
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Distribution: 

#1 - Addee 
#2 - AD/0SA 
#3 - 0SA/C/0D 
#4 - 0SA/0D/IDEA 
#5 - OSA/ RB 
0SA/0D/ IDEAJ 


(30 Jan 63) 
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